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UNCLASSIFIED 

PAGE 01 PANAMA 01534 071836Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

006891 072336Z/61 

R 071813Z MAR 78 
FM AMEMBASSY PANAMA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5987 

UNCLAS PANAMA 1534 

FOR SPECIAL ACTIVITIES DIVISION 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, PN 

SUBJECT: U.S. HOSPITAL, MEDICAL HEALTH CARE EQUIPMENT & SUPPLIES 
CATALOG EXHIBITION 


REF: A) USDOC 03469 B) USDOC 03417 

1 . INTERNATIONAL LIGHTING OF ST. LOUIS MO., INADVERTENTLY 
MAILED EMBASSY CHECK FOR EIGHTY DOLS RE PARTICIPATION 
SUBJECT EXHIBITION. CHECK AIRMAILED TO PETER C. VAN ALIEN. 
CATALOG EXHIBITION SECTION 


2. FYI. INTERNATIONAL LIGHTING CATALOGS HAVE ARRIVED, BUT 
APPEAR PARTIALLY REPRESENTATIVE SUBJECT EXHIBITION. 


3. EMBASSY APPRECIATES DEPARTMENT'S BUDGET AUTHORIZATION 
(REF B) WHICH PERMITTED THE IMMEDIATE HIRING OF EXTRA HELP. 
EMBASSY ALSO LOOKS FORWARD DEPARTMENT'S INFORMATION TOTAL 
BUDGET AUTHORIZATION (REF A). 

JORDEN 


UNCLASSIFIED 
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